
FRANKLIN 


NOS. F-2 TO F-4 

Made to meet the requirements of garage, farm and house¬ 
hold. High grade semi-steel castings, crucible steel jaws, cold 
rolled steel screw and handle. Malleable iron nut gives strength 
and accurate feed. 

Finished in satin black with polished Jaws, faces and anvil. 



Loose. 








